cars operated, air was cut off from the face or the bolter,
and Mr. Polce expected him to continue to bolt.  Mr. Polce
stated to him "Bolt, or you're going to be taken off the
bolter or find another job," and Mr. Paugh informed Mr. Polce
that he would not bolt without air. Mr. Paugh explained
further that he and Mr. Polce would continue the argument,
but that he did not bolt without air, and eventually
Mr. Polce "would get around to getting the air" (Tr. 205).

Mr. Paugh stated that on another occasion in 1984 or
1985, after complaining to Mr. Polce, he was taken off
Mr. Johnson's section for 7 months "to keep me and Randy
Johnson apart" (Tr. 207).  Mr. Paugh stated that when he
complained to Mr. Johnson about the ventilation, "he would
get in an uproar about it" <Tr. 208).

Mr. Paugh conceded that he had never been disciplined
prior to his discharge, and he confirmed that he worked for
Mr. Johnson for 3 to 4 years "off and on," and their relation-
ship was not good for 2 years.  Mr. Paugh-stated that while
Mr. Johnson never disciplined him during this time, he made
him "do extra things," and because of his c.omplaints, tried
to limit his lunch hours to 10 to 15 minutes, rather than the
usual half-hour.  Mr. Paugh conceded that lunch hours may be
shorter if work was required, and he also conceded that the
"extra work" entailed other work assignments by Mr* Johnson
when the roof bolter was down (Tr. 210).  Mr. Paugh also
conceded that other crew members were sometimes given other
things to do.  He also stated that Mr. Johnson would assign
him to stack tubing, advance curtain, rock dust, and shovel
the feeder while the bolter was down, while the other two
crew members "were standing there watching the mechanic fix
it."  He asserted that this happened 8 to 12 times during the
last year.  He also conceded that at times when he and
Mr. Prinkey were ahead of Mr. Beckrnan in their work, they
would sit and drink coffee waiting for him to catch up, if
there was nothing else to do (Tr. 212).

With regard to the altercation with Mr. Lucas in 1980,
Mr. Paugh denied that he threw a punch at Mr. Lucas, but that
"we wrestled."  Mr. Paugh described the incident as "horse-
play," and stated that he had forgotten the incident and
could supply no details (Tr. 215).  Mr. Paugh conceded that
he failed to include in his complaint to MSHA that he was
fired for fighting, and he did so "because I didn't think it
would have anything to do with it" (Tr. 222).  He conceded
that Mr. Polce told him that he was being fired for fighting
underground, but supplied him with no details.  Mr. Paugh
also stated that when Mr. Johnson took him out of the mine on
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